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Description 


Kavanaugh was investigated & found innocent by FBI of wrongdoing & Cory Booker still wanted him out for 
muh reasons. 


#CoryBooker #MeToo #Kavanaugh #DueProcess #OctoberSurprise 
Documentation 


Now the due process hating Senator is being accused & should be kicked out of office by his own standards: 
https://pjmedia.com/trending/senator-cory-booker-accused-of-sexual-assault-by-gay-man/ 


Archive: https://archive.is/vcqnV 
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